To:  Matt  Francis[m. francis@erllc.com] 

Cc:  Elliott  Petri[Elliott.Petri@WestonSolutions.com];  Griswold,  Hays[Griswold. Hays@epa.gov] 

From:  Way,  Steven 

Sent:  Mon  8/3/2015  11:44:14  PM 

Subject:  Re:  Silverton  Water  Pump 

Matt  - how  does  that  compare  to  the  quote  and  spec  from  the  outfit  that  Underground  Specialist 
(Jack)  referred  to  us? 

What's  the  lead  time  to  receive  and  set  up?  We  have  about  2+  weeks  before  we  need  it  right? 

As  for  the  hose,  we  have  6"  lay  flat  and  PVC  and  4 " hose  it  would  nice  to  make  do,  but  if  that's 
too  much  of  problem  - get  a price  on  the  extra  needed. 

Thanks 

Sent  from  my  iPhone 

On  Aug  3,  2015,  at  9:49  AM,  Matt  Francis  <m.francis@erllc.com>  wrote: 


From:  Michael  W.  Loser  Imailto/Loser  Michael@,i  CBI/Ex.  4 jj 

Sent:  Monday,  August  03,  2015  10:48  AM 

To:  Petri,  Elliott  <Elliott.Petri@,WestonSolutions.com> 

Cc:  Matt  Francis  <m.francis@,erllc.com>:  David  P.  Salazar 

<Salazar  Davididli CB.I/lx’.4 VJ;  Asa  D.  Oakes 

<Oakes_Asa(fll  CBI/Ex.  4 j 
Subject:  Silverton  Water  Pump 


Matt, 


Attached  is  the  quote  you  requested,  a spreadsheet  with  my  calculations  and  notes  along 
with  a data  sheet  for  the  pump. 

The  spreadsheet  is  unlocked  so  you  can  change  values  if  you  wish  to  explore  other  options 
or  check  the  math. 
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Regards, 


Michael  W.  Loser 
Pump  Specialist 


CBI/Ex.  4 


303-748-5080 


Confidentiality  Warning:  This  e-mail  and  any  attachments  contain  information  intended 
only  for  the  use  of  the  individual  or  entity  named  above.  If  the  reader  of  this  e-mail  is  not 
the  intended  recipient  or  the  employee  or  agent  responsible  for  delivering  it  to  the  intended 
recipient,  any  dissemination,  publication  or  copying  of  this  e-mail  is  strictly  prohibited. 
Although  this  email  has  been  scanned  for  malware,  the  sender  does  not  accept  any 
responsibility  for  any  loss,  disruption  or  damage  to  your  data  or  computer  system  that  may 
occur  while  using  data  contained  in,  or  transmitted  with,  this  e-mail.  If  you  have  received 
this  e-mail  in  error,  please  immediately  notify  by  return  e-mail.  Thank  you. 

<EnvironmentalRestorationLLC  Silverton  8-3-1 5. pdf> 

<Envronmental  Restoration  - Silverton  Pump  & Pipe  7-30-15. xlsx> 

<DS2730  MT442.pdf> 
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